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Vthat  you’re  going  to  luarn  here.  In  this  short  course,  you'll  be 
learning  (or  maybe  reviewing.  If  you've  done  this  sort  of  thing  before) 
the  following  things: 


How  to  give  effective  performance-oriented  training. 
Including  how  to  give  an  effective  demonstration  and 
to  supervise  practice: 


Z.  \How  to  decide  what  refresher  training  may  be  required 
in  people  fall  particular  Items  on  the  test; 


3.  How  to  get  the  equipment  ready  and  to  conduct  and 
score  the  performance  test; 

4.  Finally,  how  to  take  the  test  yourself,  so  that  you 
will  definitely  be  the  "expert"  when  the  time  comes 
to  give  It  to  someone  else. 


What  are  the  tasks?  The  tasks  selected  for  this  research  program  are 
ones  that  a  number  of  squad  leaders  have  agreed  that  they  would  be  most 
likely  to  assign  to  a  new  AIT  graduate  If  they  could  trust  him  to  perform 
without  hurting  himself  or  damaging  the  equipment.  They  include  the  follow- 
ing:  preenergize,  energize,  and  deenergize  the  launch  station  (part  of  the 
dally  routine);  perform  the  dally  preoperation  checks  on  the  carrier; 

Install  and  operate  the  TA-312/PT  field  telephone;  and  do  the  operational 
checks  on  the  TADDS.  They're  all  things  that  are  likely  to  be  done  by  a 
new  man,  and  they're  all  covered  by  step-by-step  procedures  In  various 
tech  manuals.  Part  of  the  test  Involves  requiring  the  man  to  use  the  pro¬ 
cedures  In  the  manuals  as  he  performs  the  tasks.  You  will  have  a  score- 
sheet  for  each  test  (we'll  see  the  scoresheets  later),  and  the  scoresheet 
will  be  keyed  to  the  TM  procedure,  so  the  man  must  follow  the  TM  in  order 
to  be  performing  the  same  task  that  you're  scoring. 

What  happens  to  a  guv  who  falls?  First  of  all,  it's  Important  for 
you  and  your  men  to  realize  that  THIS  IS  NOT  AN  SQT.  The  results  of  the 
testing  and  training  will  be  used  by  the  Army  Research  Institute  to  help 
decide  on  ways  to  Improve  both  resident  training  and  OJT,  but  even  ARI  won't 
be  able  to  associate  people's  names  with  their  results  when  it's  all,  over. 

So  really,  the  only  thing  that  happens  to  a  guy  who  falls  part  of  a  test 
is  that  he  gets  better  at  doing  his  Job.  And  you  get  better  at  doing  yours. 
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Just  what  will  you  have  to  do  to  the  new  man?  Through  about  October, 
every  new  AIT  16P  graduate  who  is  assigned  to  Germany  will  be  tested  before 
he  leaves  Ft.  Bliss.  When  on^  of  these  men  Is  assigned  to  your  squad,  your 
first  responsibility  will  be  to  test  him  again,  within  two  weeks  following 
his  arrival  In  the  unit.  The  fact  that  you're  receiving  this  training  means 
that  you're  probably  due  to  get  one  of  these  new  men  pretty  soon,  or  possibly 
you  already  have  him.  As  the  attached  record  sheet  shows,  there  are  three 
collections  of  things  ("FIRST,"  "SECOND,"  and  "FINAL")  that  you  will  be  do¬ 
ing  to  this  new  man.  First,  within  two  weeks  after  his  arrival,  you  will 
be  responsible  for  the  things  In  the  "FIRST"  section:  test  him,  give  him 
refresher  training  In  areas  where  he  misses  items  on  the  test,  and  test  him 
one  more  time  (only  on  the  tests  that  were  NO  GO  the  first  time).  Next, 
you'll  do  the  whole  thing  (teat — refresher  training  as  needed — test)  again, 

In  a  month  or  so.  The  research  program  representative  will  tell  you  exactly 
when  to  schedule  this  "SECOND"  drill.  Finally,  about  four  months  after  the 
first  cycle,  you  must  schedule  Che  "FINAL"  administration  of  the  test  (again, 
the  program  representative  will  tell  you  exactly  when  to  schedule  this  event) . 
For  some  soldiers,  you  will  not  go  through  the  "SECOND"  drill,  but  only  the 
"FINAL"  drill  (the  program  representative  will  tell  you).  At  this  point, 
your  participation  (and  the  participation  of  your  squad  member)  In  the  study 
will  be  finished. 

Then  what?  After  you  have  administered  and  scored  the  test  for  the 
third  time.  It  will  be  your  choice:  you  can  provide  refresher  training 
(if  it's  needed)  and  continue  to  use  the  test-train-test  method  of  per¬ 
formance  oriented  training.  If  you've  found  that  It  offers  benefits  for 
your  squad's  proficiency,  or  you  can  drop  the  whole  thing.  By  the  same 
token,  you  can  do  Che  testing  and  training  with  other  members  of  your  squad 
who  are  not  new  AIT  graduates. 

What's  In  the  rest  of  this  book?  You  will  be  able  to  keep  this  note¬ 
book  when  we're  finished.  In  later  sections  you  will  find  an  outline  of 
the  material  being  presented  to  you:  giving  an  effective  demonstration, 
giving  performance  tests  and  training,  and  administering  the  special  tests 
and  training  for  this  particular  program.  At  the  back  of  the  binder  there 
are  a  couple  of  blank  pages  you  can  use  to  take  notes. 
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ADMINISTERING  THE  CHAPARRAL  PERFORMANCE  TESTS 
AND  TRAINING 

As  a  Squad  Leader,  you  will  be  responsible  for  administering  all  parts 
of  the  performance-oriented  refresher  training.  The  refresher  training 
covers  six  major  tasks. 

1.  Preenerglzln^  the  launch  station. 

2.  Energizing  the  launch  station. 

3.  Deenergizing  the  launch  station. 

4.  Performing  carrier  before  operations  PM  checks. 

5.  Performing  operational  checks  on  the  TA-312/PT  Field 
Telephone. 

6.  Performing  emplacement  and  operator  checks  and  adjust¬ 
ments  on  the  TADDS. 

Each  major  task  has  Its  own  performance  test.  In  the  performance  test, 
the  major  task  is  divided  Into  steps.  It  will  be  your  job  to  administer 
the  performance  test;  score  each  step  as  the  examinee  performs  It;  and, 
if  necessary,  administer  refresher  training.  Each  performance  test  has 
a  list  of  required  equipment,  a  list  of  required  personnel,  directions 
on  how  to  prepare  the  equipment  for  the  test,  and  administration  procedures 
to  tell  you  how  to  give  the  test. 

Administering  Performance  Tests 

For  a  test  to  be  a  good  measuring  Instrument,  it  must 
be  reliably  administered. 

Reliable  test  administration  depends  partly  on  the 
test — It  must  permit  objective  administration.  When 
a  performance  test  specifies  the  testing  co'!dltlons 
and  the  performance  standard.  It  can  be  administered 
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obJtctlvcly-*-you  can  sea  that  the  testing  eonditlone 
are  mett  see  that  no  step  Is  omitted,  see  that  each 
step  Is  performed  correctly,  and  see  that  the  time 
limit  Is  met. 

Reliable  test  administration  also  depends  on  those 
who  administer  it — in  this  case,  each  of  you.  This 
means  that  you  must  insure  that  all  conditions  are 
the  same  for  each  student  you  test. 

To  give  the  test  properly,  do  this: 

8,  Always  read  the  test  Instructions  to  the  examinee 
in  the  same  tone  of  voice,  insuring  that  each 
examinee  understands  the  instructions  completely. 
If  the  examinee  falls  to  understand  the  first 
time,  repeat  the  instructions  one  more  time. 

b.  Score  each  examinee  on  each  performance  measure 
of  each  test  and  check  his  score  sheet  pass  or 
fall.  Oo  not  assume  Chat  an  examinee  who  com¬ 
pletes  a  few  steps  of  the  test  correctly  can 
complete  all  steps  correctly. 

c.  Take  all  precaution  necessary  to  Insure  that 
soldiers  waiting  to  be  tested  cannot  see  the 
performance  or  hear  you  give  the  instructions 
to  the  examinee. 

Each  examinee  must  be  given  the  same  chance  to  demon-' 
aerate  his  competence  as  every  other  examinee  taking 
Che  test.  To  achieve  this  goal,  you  must  adhere 
strictly  to  the  following  guidelines: 

a.  Do  not  administer  a  test  unless  all  examinee 
materials  and  equipment  are  on  hand  and  opera¬ 
tional.  Also,  all  test  conditions,  as  specified, 
must  be  met.  All  examinees  must  encounter  the 
same  conditions  and  have  the  opportunity  to 
achieve  the  same  standards. 
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b.  Do  not  Influence,  by  verbal  conoents,  gestures, 
facial  expressions,  or  the  like,  an  examinee's 
performance  In  any  way.  Do  not  answer  questions 
of  the  examinee,  once  the  test  has  begun. 

c.  Do  not  wait  until  the  end  of  the  test  to  fill  In 
the  score  sheet.  Make  the  checks  on  the  score 
sheet  as  the  actions  are  performed. 

d.  After  each  test  Is  completed,  tell  the  examinee 
whether  he  received  a  GO  on  that  test.  If  he 
failed  some  performance  measures,  tell  him 

(at  the  end)  what  he  did  wrong  and  record  the 
reason  on  the  score  sheet. 

e.  Follow  the  procedures  prescribed  for  your  unit 
for  giving  refresher  training  to  examinees  who 
fall  some  part  of  the  te8t(s). 

Administering  the  Chaparral 
Performance-Oriented 
Refresher  Training 

1.  Look  at  the  score  sheet  for  the  TADDS  performance  test 
(Test  No.  6)  at  the  back  of  this  book.  While  the 
examinee  Is  taking  this  test,  you  will  score  his  per¬ 
formance  on  each  step  either  PASS  or  FAIL.  After 
the  examinee  has  completed  the  entire  test.  If  he 
has  passed  all  of  the  steps,  you  will  mark  his 
score  sheet  GO.  If  the  examinee  has  failed  one  or 
more  of  the  steps,  you  will  mark  his  score  sheet 
and  tell  him  what  he  did  wrong.  After  you  have 
marked  the  score  sheet,  the  examinee  can  go  on  to 
the  next  performance  test.  You  should  continue  this 
procedure  until  the  examinee  has  taken  all  six  of  the 
performance  tests.  After  the  examinee  has  completed 
all  of  the  tests,  examine  each  score  sheet  carefully 
to  determine  what  refresher  training  Is  needed. 

What  refresher  training  the  examinee  will  take  Is 
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determined  by  whet  step  or  steps  the  exsmlnee  failed 
to  perform  correctly.  For  example*  If  an  examinee 
passes  all  of  the  steps  In  the  TADDS  test  except 
Step  6,  you  should  direct  him  to  take  only  the 
refresher  training  Indicated  in  the  Refresher 
Training  column  of  the  score  sheet  for  Step  6. 

For  Step  6,  you  should  show  the  examinee  how  to 
properly  check  the  SIG  AND  BAT  meter  for  the  proper 
reading.  You  should  not  give  him  refresher  training 
for  any  of  the  other  performance  test  steps,  because 
he  has  already  demonstrated  that  he  knows  how  to 
correctly  perform  them. 

After  the  examinee  has  completed  the  refresher  training 
for  all  of  the  score  sheets  which  Indicate  a  failed 
performance  measure,  have  him  retake  only  the  tests 
for  which  he  had  received  a  FAIL  on  some  performance 
measure.  If  he  still  does  not  receive  a  GO  for  all 
tests,  give  him  the  appropriate  refresher  training 
and  then  have  him  retake  the  test  or  tests  again. 
Continue  this  procedure  until  the  examinee  has  re¬ 
ceived  a  GO  for  each  of  the  six  performance  tests. 
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ElfFECTlVE  DEMONSTRATION 


Introduction 

'  ■  ■  y  I  / 

1.  UHEN  YOU  ARE  GIVING  ONE  OF  YOUR  MEN  REFRESHER  TRAINING, 
YOU  WILL  OFTEN  BE  REQUIRED  TO  DEMONSTRATE  HOW  TO  PER-' 
FORM  A  PARTICULAR  TASK.  HOW  WELL  AND  HOW  FAST  YOUR 

MEN  WILL  LEARN  THE  TASK  WILL  DEPEND  ON  THE  EFFECTIVENESS 
OF  YOUR  DEMONSTRATION.  IF  YOU  GIVE  A  GOOD  DEMONSTRATION, 
IT  WILL  BE  EASY  FOR  YOUR  MEN  TO  LEARN  THE  TASK.  DURING 
THIS  CLASS  YOU  WILL  BE  LEARNING  THE  PRINCIPLES  OF 
EFFECTIVE  DEMONSTRATION  AND  HOW  THESE  PRINCIPLES  CAM 
SERVE  AS  GUIDELINES  IN  PRODUCING  AM  EFFECTIVE  DEMON¬ 
STRATION.  (Issue  each  squad  leader  a  TADDS.)  WE  WILL 
ALL  WORK  WITH  THE  TADDS  DURING  THIS  CLASS. 

2.  THE  TRAINING  OBJECTIVE  FOR  THIS  DEMONSTRATION  IS  THAT 
YOU  WILL  BE  -E  TO  PERFORM  THE  TADDS  BATTERY  VOLTAGE 
CHECK  AND  DETERMINE  IF  THE  INDICATIONS  YOU  OBTAIN  ARE 
CORRECT. 

3.  I  WILL  FIRST  DEMONSTRATE  FROM  ONE  POSITION,  WHILE  YOU 
FOLLOW  HE,  AND  THEN  FROM  ANOTHER  POSITION,  WHILE  YOU 
FOLLOW,  TO  SEE  IF  THERE  IS  ANY  DIFFERENCE  IN  THE  WAY 
YOU  CAN  LEARN  THE  PROCEDURE. 

Demonstration  -  Not  froa  Student’s 
Viewolnt  and  Without  an  Explanation 
of  Each  Step 

1.  (Stand  facing  the  students  with  the  face  of  the  TADDS 
where  It  can  be  seen  and  heard  by  all  students  and 
demonstrate  slowly  the  performance  of  the  TADDS  Battery 
Check  procedures.  Do  not  explain  any  step  during  the 
demonstration.) 
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2.  NOW  I  WILL  DEMONSTRATE  EACH  STEP  SLOWLY  WHILE  YOU 
WATCH.  THEN  I  WILL  DO  IT  AGAIN  SLOWLY  WHILE  YOU 
PERFORM  THE  SAME  ACTIONS  AS  I  DO.  (On  the  second 
run-through,  require  all  students  to  attempt  per¬ 
formance  of  the  test.  Most  will  become  hopelessly 
confused.  When  this  happens,  stop  and  ask  questions.) 

3.  "WHAT  AM  I  DOING  WRONG?"  Someone  will  say,  "You 
didn't  turn  the  Power  switch  on  when  you  began  the 
test,"  or  "we  can't  see  the  battery  voltage  meter," 
or  the  like,  meaning:  (DEMONSTRATE  FROM  THE  STUDENTS' 
VIEWPOINT. )  (Write  that  principle  on  the  chalkboard, 
and  tell  the  students  to  write  It  on  the  note  sheets 

In  their  notebooks,  leaving  space  below  to  add  something 
later. ) 

4.  WHAT  ELSE  SHOULD  I  HAVE  DONE  DURING  THE  DEMONSTRATION? 
(If  you  get  no  response,  ask,  "DID  I  EXPLAIN  HOW  TO  DO 
ANY  ONE  STEP?  NO I"  Put  on  the  chalkboard  and  ask 
the  students  to  write:  CAREFULLY  EXPLAIN  EACH  STEP 

AS  YOU  DEMONSTRATE .  Be  sure  to  leave  a  space  on  the 
board  under  each  principle.) 


Demonstration  from  the  Student's 
Viewpoint  with  Explanation 

1.  (Turn  your  back  to  the  students — and  slowly  demonstrate 
and  carefully  explain  each  step  and  emphasize  each 
critical  (key)  point.) 

NOW  I'LL  DEMONSTRATE  FROM  YOUR  VIEWPOINT  AND  EXPLAIN 
EACH  STEP.  AS  I  SHOW  AND  EXPLAIN,  YOU  DO  AS  I  DO  AND 
YOU  CAN  LEARN  THE  PROCEDURE  RATHER  EASILY.  BE  SURE 
TO  ASK  QUESTIONS  IF  YOU  DO  NOT  UNDERSTAND.  BEFORE 
WE  FINISH,  YOU  WILL  BE  ABLE  TO  PERFORM  THIS  TASK. 

2.  (Demonstrate  and  explain  two  or  three  times  or  until 
most  students  can  perform  correctly,  then  Individually 
coach  the  slower  learners.  As  each  performs  correctly, 
tell  him,  "You  ire  a  'GO'.") 


3.  DID  YOU  NOTICE  ANYTHING  IN  PARTICULAR  THAT  I  SEEMED 
TO  EMPHASIZE?  (If  students  fall  to  respond,  point 
out  that  you  emphasized  crlclcal  (key)  points — 
things  they  must  do  to  perform  the  task  correctly 
and  easily — and  illustrate  with  several  Instances.) 

4.  THERE  IS  ANOTHER  PRINCIPLE  WE  SHOULD  NOTE  AT  THIS 
POINT:  WHAT  DID  I  ASK  YOU  TO  DO  AS  I  SHOWED  AND 
EXPLAINED  THE  TASK?  (A  student  may  say,  "We  tried 
to  do  it,"  or  the  like.)  THAT  IS  A  VERY  IMPORTANT 
PRINCIPLE  BECAUSE  I’HE  STUDENT  STARTS  TO  LEARN 
IMMEDIATELY  BY  DOING.  (Write  on  chalkboard: 

REQUIRE  STUDENTS  TO  PERFORM  AS  YOU  DEMONSTRATE 
AND  EXPLAIN.)  * 

5.  YOU  SHOULD  ALSO  BE  AWARE  OF  THREE  OTHER  PRINCIPLES 
OF  EFFECTIVE  DEMONSTRATION.  COULD  YOU  CLEARLY  SEE 
WHAT  I  WAS  DOING?  (The  answer  should  be  "Yes." 

Put  on  the  chalkboard  under  "Demonstrate  from  the 
Students'  Viewpoint":  BE  SURE  THE  STUDENTS  CAN 
CLEARLY  SEE  YOUR  DEMONSTRATION.) 

COULD  YOU  HEAR  MY  EXPLANATION?  (The  answer  should 
be  "Yes."  Put  on  the  chalkboard  under  "Carefully 
Explain  each  Step  as  you  Demonstrate":  BE  SURE 
THE  STUDENTS  CAN  HEAR  YOU.) 

DID  I  USE  WORDS  YOU  COULD  EASILY  UNDERSTAND?  (The 
answer  should  be  "Yes."  Put  on  the  chalkboard  under 
"Be  Sure  the  Students  Can  Hear  You":  USE  WORDS  THE 
STUDENTS  CAN  UNDERSTAND . 


Review  Process 

1.  (The  TADDS  should  be  open.)  IF  I  NEEDED  TO  DEMONSTRATE 
HOW  TO  PERFORM  THE  TADDS  BATTERY  CHECK.  HOW  COULD  I  APPLY 
THE  TWO  PRINCIPLES  OF  EFFECTIVE  DEMONSTRATION — DEMON¬ 
STRATE  FROM  THE  STUDENTS'  VIEWPOINT  and  BE  SURE  THE  STU¬ 
DENTS  CAN  CLEARLY  SEE  YOUR  DEMONSTRATION?  (If  the 
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students  fall  to  respond •  give  a  deoionstratlon  on  how 
to  perform  a  TAODS  Battery  Check  and  do  not  adhere  to 
these  two  principles.  After  the  demonstration  Is  over, 
ask  the  students.  COULD  YOU  SUGGEST  ANYTHING  THAT  WOULD 
IMPROVE  THE  DEMONSTRATION  THAT  I  JUST  COMPLETED?) 

2.  WHY  IS  IT  IMPORTANT  TO  FOLLOW  THE  PRINCIPLE— CAREFULLY 
EXPLAIN  EACH  STEP  AS  YOU  DEMONSTRATE?  (If  the  students 
fall  to  respond,  ask  them  this  question.  IF  I  WERE  GOING 
TO  SHOW  YOU  HOW  TO  PERFORM  A  TADDS  BATTERY  CHECK.  WOULD 
IT  BE  EASIER  TO  LEARN  IF  I  EXPLAINED  EACH  STEP  AS  I 
DEMONSTRATED  IT,  OR  WOULD  IT  BE  EASIER  TO  LEARN  IF  1 
DEMONSTRATED  WITHOUT  ANY  EXPLANATION?) 

3.  IF  YOU  WERE  GOING  TO  GIVE  A  DEMONSTRATION  ON  HOW  TO 
PERFORM  A  TADDS  BATTERY  CHECK.  WHAT  KEY  POINTS  WOULD 
YOU  EMPHASIZE?  (If  Che  studencs  fall  Co  respond,  ask 
them  this  question,  WHAT  MUST  BE  DONE  TO  OBTAIN  A 
CORRECT  BATTERY  CHECK?) 

4.  WHY  IS  IT  IMPORTANT  TO  FOLLOW  THE  PRINCIPLE— REQUIRE 
STUDENTS  TO  PERFORM  AS  YOU  DEMONSTRATE  AND  EXPLAIN? 

Testing  the  Student's  Ability 
to  Deswnetrate 

1.  Take  one  student  at  a  time  out  of  sight  and  hearing 
range.  First  have  him  demonstrate,  using  the  TADDS 
and  the  student  handout,  how  to  perform  the  TADDS 
Battery  Check.  If  the  student  falls  to  follow  the 
principles  of  effective  demonstration,  show  him  what 
he  did  wrong  and  have  him  repeat  the  demonstration 
until  he  successfully  demonstrates  the  TADDS  Battery 
Check  to  your  satisfaction.  (Repeat  this  process 
with  each  student.) 
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SECTION  4 


PHASES  OF  PERFORMANCE-ORIENTED  REFRESHER  TRAINING 
WHEN  USING  DEMONSTRATION  AND  PRACTICE 
AS  THE  METHOD  OF  TRAINING 


Introduction 

1.  UP  TO  NOW  YOU  HAVE  LEARNED  THE  PRINCIPLES  OF  EFFECTIVE 
DEMONSTRATION  AND  HOW  TO  GIVE  AN  EFFECTIVE  DEMONSTRATION. 

2.  THE  PURPOSE  OF  THE  TASK  YOU  WILL  LEARN  NOW  IS  TO 
DEMONSTRATE  THE  PHASES  OF  PERFORMANCE-ORIENTED 
REFRESHER  TRAINING— DEMONSTRATION,  TASK  WALK-THROUGH, 
INDIVIDUAL  PRACTICE,  AND  PERFORMANCE  TESTING. 

3.  DURING  THIS  CLASS,  NOTE  THE  APPLICATION  OF  THE  PRINCI¬ 
PLES  OF  EFFECTIVE  DEMONSTRATION.  WHEN  ALL  OF  YOU  HAVE 
LEARNED  THE  TASK,  WE  WILL  DISCUSS  WHAT  HAPPENED  IN 
RELATION  TO  THE  PRINCIPLES  OF  EFFECTIVE  DEMONSTRATION. 

4.  THE  TRAINING  OBJECTIVE  FOR  THE  TASK  WE  HAVE  CHOSEN  FOR 
DEMONSTRATION  IS  THAT  YOU  WILL  BE  ABLE  TO  PERFORM  THE 
TADDS  SELF-CHECK  WITHIN  5  MINUTES. 


Demonstration 

1.  Give  each  student  a  TADDS  and  the  student  handout. 

2.  Stress  to  the  students  the  Importance  of  using  the 
procedures  as  outlined  in  the  handout. 

3.  Demonstrate  using  the  TADDS  and  the  handout,  and 
explain  as  effectively  as  you  can  at  a  pace  suited 
to  your  students  until  you  have  covered  the  content 
and  meaning  of  each  check  (stress  each  point  covered 
in  the  handout) . 
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Walk-Through 

1.  NOW  THAT  T  IIAVI'.  COMPl.irri;!)  rilK  DEMONSTRATION,  THE 
NEXT  PHASE  IS  THE  WALK-THROUGH,  WHICH  MEANS  THAT 
YOU  WILL  HAVE  A  PRACTICAL  EXERCISE  AND  PERFORM  EACH 
STEP  IN  THE  SELF-CHECK  WITHOUT  MY  HELP. 

2.  (Coach  students  who  need  help: 

a.  If  possible,  prevent  students  from  making  errors. 

b.  Praise  students  who  do  well.) 


Individual  Practice 

1.  Explain  that  you  have  completed  the  walk-through  phase. 

2.  Make  sure  each  student  has  an  operational  TADDS. 

3.  Work  at  your  own  pace  and  perform  the  Self-Check 
following  the  outline  in  the  handout. 

a.  Tell  the  students  they  may  ask  for  help 
at  any  time. 

b.  Assign  fast  learners  to  help  slower  students. 


Performance  Teat 

1.  Check  each  TADDS  to  make  sure  they  are  still  operational. 
Make  sure  each  student  has  his  handout. 

2.  Brief  each  student: 

a.  Tell  him  he  has  5  minutes  to  perform  the  self¬ 
check  on  the  TADDS.  Ask  him  If  he  has  any 
questions,  and  tell  him  to  begin. 

b.  Stop  the  student  at  the  end  of  5  minutes. 

c.  Score  the  student,  and  If  he  failed  any  step 

In  the  procedure,  tell  him  which  step  he  failed 
and  show  him  the  correct  way  to  perform  the 
check. 

d.  Test  each  student  In  the  same  manner. 
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iview  of  Process 


1.  WE  HAVE  JUST  COMPLETED  EACH  PHASE  THAT  WILL  USUALLY 
BE  INCLUDED  IN  PERFORMANCE  TRAINING. 


2.  By  means  of  group  discussion,  ask  the  students 
questions  on  each  phase.  (Reinforce  what  each 
phase  contains.) 


a.  WHAT  WAS  THE  FIRST  PHASE?  (Demonstration) 


b.  WHAT  DO  WE  CALL  THE  PROCESS  WHEN  I  TELL  YOU 
TO  PERFORM  EACH  STEP  WITHOUT  DEMONSTRATION? 
(The  walk-through.) 


C^  WHAT  WAS  THE  PHASE  AFTER  THE  WALK-THROUGH 
(Individual  practice.) 


d.  In  summary,  ask  the  students  to  state  what  each 
phase  attempts  to  bring  out.  (Students  should 
state  that  the  process  takes  them  from  the 
very  basics  to  performing  the  task  correctly 
within  the  specified  time.) 
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SECTION  5 


MORE  ON  ADMINISTERING  PERFORMANCE  TESTS 
AND  REFRESHER  TRAINING 


Introduction 

1.  TO  OBTAIN  ACCEPTABLE  RESULTS,  PERFORMANCE  TESTS  AND 
REFRESHER  TRAINING  MUST  BE  PROPERLY  ADMINISTERED. 

THE  OBJECTIVE  OF  THIS  COURSE  IS  TO  TEACH  YOU  HOW  TO 
PROPERLY  ADMINISTER  PERFORMANCE  TESTS  AND  REFRESHER 
TRAINING.  (Stress  the  point  that  equipment  TMs  must 
be  used  as  a  standard  for  the  training.) 


Administering  Performance  Tests 

1.  BEFORE  YOU  GIVE  ONE  OF  YOUR  MEN  PERFORMANCE-ORIENTFD 
REFRESHER  TRAINING,  YOU  MUST  FIND  OUT  WHAT  TRAINING 
HE  NEEDS.  YOU  DO  THIS  BY  GIVING  HIM  A  PERFORMANCE 
TEST.  BY  LOOKING  AT  THE  RESULTS  OF  A  PERFORMANCE 
TEST,  YOU  CAN  SEE  WHAT  HE  KNOWS  AND  DOES  NOT  KNOW 
ABOUT  A  PARTICULAR  TASK. 

2.  (Have  the  students  look  at  the  copy  of  the  TA-312/PT 
Telephone  Set  Performance  test.  Test  No.  5,  and  score 
sheet  at  the  back  of  this  book.)  LOOK  OVER  THIS 
PERFORMANCE  TEST  FOR  A  FEW  MINUTES  SO  YOU  ARE  FAMILIAR 
WITH  ITS  CONTENTS.  (While  the  students  are  looking 
over  the  performance  test,  set  up  a  testing  station  to 
administer  the  field  telephone  performance  test. 

Do  not  have  a  distant  station  or  operator  present 
and  do  not  have  any  batteries  present.  Pick  one  of 
the  students  to  serve  as  an  examinee.) 

I  AM  GOING  TO  GIVE  THIS  SOLDIER  A  PERFORMANCE  TEST 
ON  THE  TA-312/PT  TELEPHONE  SET.  WATCH  ME  CAREFULLY 
TO  SEE  IF  I  CORRECTLY  ADMINISTER  THE  TEST.  (Start  the 
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t«8t.  Tell  ehe  examinee,  "SINCE  WE  DON'T  HAVE  ANOTHEK 
STATION,  DON'T  BOTHER  CONNECTING  THE  WIRES.”  As  the 
examinee  performs  each  step,  if  he  performs  it  correctly 
say  something  like,  "That's  good;"  if  he  performs  It 
Incorrectly,  say  something  like,  "You  blew  that  one."  If 
the  examinee  asks  you  for  batteries,  tell  him  you  do  not 
have  any  and  to  skip  installing  the  batteries.  Allow  the 
examinee  to  complete  the  test.) 

WHAT  DID  1  DO  WRONG?  (In  the  discussion,  stress  that 
you  should  have  had  all  required  equipment  present  attd 
operational,  including  a  distant  station  and  batteries; 
that  you  should  not  have  skipped  any  steps;  that  you 
should  not  have  commented  on  the  examinee's  performance 
while  the  test  was  being  conducted;  and  that  you  should 
have  read  the  instructions  aloud  to  the  examinee  before 
beginning  the  test.) 

3.  YOU  ARE  NOW  GOING  TO  TRY  ADMINISTERING  A  PERFORMANCE 
TEST.  (Take  one  student  at  a  time  out  of  sight  and 
hearing  range  and  have  him  administer  the  field  tele~ 
phone  performance  test.  You  will  serve  as  the  examinee 
for  this  test.  Hake  two  or  three  mistakes  during  the 
test.  (Example:  put  both  batteries  in  the  up  position.) 
After  the  test  has  been  completed,  check  that  the  student 
has  scored  your  performance  correctly.  If  the  student 
has  made  any  mistakes  in  the  administration  or  scoring 
of  the  test,  explain  to  him  what  he  did  wrong.  If  you 
feel  he  is  not  sure  of  how  to  properly  administer  a 
performance  test,  have  him  administer  the  test  again 
and  provide  whatever  additional  counseling  he  may  need. 
Critique  the  scorer  on  such  things  as  whether  he  has 
scored  you  correctly  and  whether  he  has  responded 
properly  to  unusual  situations  you  have  created.) 
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Administering  Refresher  Training 

1.  AFTER  YOU  HAVE  ADMINISTERED  ALL  OF  THE  PERFORMANCE  TESTS, 
YOU  WILL  HAVE  TO  ADMINISTER  WHATEVER  PERFORMANCE-ORIENTED 
REFRESHER  TRAINING  THE  EXAMINEE  NEEDS. 

2.  YOU  WILL  USE  THE  SCORE  SHEETS  OF  THE  PERFORMANCE  TESTS 
TO  FIND  OUT  WHAT  REFRESHER  TRAINING  IS  NEEDED.  ALWAYS 
REMEMBER  THAT  THIS  IS  PERFORMANCE-ORIENTED  REFRESHER 
TRAINING.  THE  WORDS  PERFORMANCE-ORIENTED  ARE  THE  KEY 
WORDS.  WHAT  THIS  MEANS  IS  THAT  IF  AN  EXAMINEE  PASSES 
ALL  STEPS  OF  A  PERFORMANCE  TEST,  HE  KNOWS  HOW  TO  PERFORM 
THE  TASKS  COVERED  BY  THE  TEST  AND  HE  DOES  NOT  NEED  ANY 
TRAINING  ON  HOW  TO  PERFORM  THOSE  TASKS.  IF  AN  EXAMINEE 
PASSES  ALL  OF  THE  STEPS  OF  A  PERFORMANCE  TEST  EXCEPT  ONE, 
HE  NEEDS  ONLY  THE  REFRESHER  TRAINING  WHICH  COVERS  THE 
TASKS  IN  THE  ONE  STEP  HE  FAILED  TO  PERFORM  CORRECTLY, 

AND  HE  DOES  NOT  NEED  ANY  TRAINING  WHICH  COVERS  THE  TASKS 
IN  THE  STEPS  HE  PERFORMED  CORRECTLY  BECAUSE  HE  HAS  SHOWN 
THAT  HE  ALREADY  KNOWS  HOW  TO  PERFORM  THOSE  TASKS. 

3.  THIS  MAY  SOUND  CONFUSING,  BUT  IT  WILL  BECOME  EASY  FOR 
YOU  TO  UNDERSTAND.  (Pass  out  the  sample  score  sheets.) 
LOOK  AT  SAMPLE  SCORE  SHEET  NO.  1.  WHAT  REFRESHER  TRAIN¬ 
ING  DOES  THE  EXAMINEE  REQUIRE  FOR  THE  TASKS  COVERED  BY 
THIS  TEST?  (The  students  should  answer  "none.")  THE 
EXAMINEE  DOES  NOT  NEED  ANY  REFRESHER  TRAINING  FOR  THE 
TASKS  COVERED  BY  THIS  TEST  BECAUSE  BY  PASSING  ALL  STEPS 
IN  THE  TEST,  HE  HAS  SHOWN  THAT  HE  KNOWS  HOW  TO  PERFORM 
THOSE  STEPS .  LOOK  AT  SAMPLE  SCORE  SHEET  NO.  2.  WHAT 
REFRESHER  TRAINING  DOES  THE  EXAMINEE  REQUIRE  FOR  THE  STEPS 
COVERED  BY  THIS  TEST?  (The  students  should  answer  that 
refresher  training  is  needed  for  Steps  2  and  5.)  THE 
ONLY  REFRESHER  TRAINING  THAT  YOU  SHOULD  GIVE  TO  THE 
EXAMINEE  IS  THE  REFRESHER  TRAINING  SPECIFIED  IN  THE 
REFRESHER  TRAINING  COLUMN  FOR  STEPS  2  AND  5.  THIS 

MEANS  THAT  YOU  SHOULD  REVIEW  PARAGRAPHS  3-12  THROUGH 
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3-16  WITH  HIM,  AND  SHOULD  DEMONSTRATE  AND  HAVE  HIM 
PRACTICE  LOCATING  AND  INSPECTING  ALL  IDLER  AND  ROAD 
WHEELS  FOR  CORRECT  OIL  LEVEL.  NO  OTHER  REFRESHER 
TRAINING  IS  NEEDED  FOR  THE  TASKS  COVERED  BY  THIS  TEST. 

ARE  THERE  ANY  QUESTIONS?  HOW  WOULD  YOU  MARK  SAMPLE 
SCORE  SHEETS  NO.  1  AND  NO.  2.  GO  OR  NO  GO?  (The  students 
should  answer  that  No.  1  should  be  marked  ^  and 
No.  2  should  be  marked  NO  GO. )  NO.  1  SHOULD  BE  MARKED 
m  BECAUSE  THE  EXAMINEE  HAS  PASSED  ALL  OF  THE  STEPS. 

NO.  2  SHOULD  BE  MARKED  NO  GO  BECAUSE  THE  EXAMINEE  HAS 
FAILED  ONE  OR  MORE  OF  THE  STEPS,  IN  THIS  CASE  THE 
EXAMINEE  HAS  FAILED  TWO  OF  THE  STEPS. 

4.  ON  THE  BACK  OF  SAMPLE  SCORE  SHEET  NO.  3.  WRITE  DOWN 

WHAT  REFRESHER  TRAINING  SHOULD  BE  GIVEN  TO  THE  EXAMINEE 
WHO  TOOK  THIS  TEST.  ALSO,  SCORE  THE  SCORE  SHEET 
EITHER  ^  OR  NO  GO.  (Check  the  answers  of  each  student 
and  counsel  any  student  who  made  a  mistake.) 
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ANSWER:  Oil  should  be  visible  halfway 

up  the  sight  indicator.  v  _  Review  Table  3-1 
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SECTION  6 


THE  TADDS  HANDOUT 


PROCEDURES  FOR  PERFORMING 
THE  TADDS  BATTERY  CHECK 
AND 

THE  TADDS  SELF-CHECK 


TEST  NO.  1 


BATTERY  VOLTAGE  CHECK 


1. 

The  first  operational  check 
on  the  TADDS  la  the  battery 
voltage  check.  Low  battery 
voltage  Is  the  most  frequent 
reason  for  the  TADDS  not 
working  properly. 


VOLTAGE  CHECK  I 


2. 

Begin  by  opening  the  TADDS 
and  setting  the  PWR  switch 
to  ON. 


Check  the  position  of  the 
needle  on  this  meter. 


METER  INTERPRETATION  (Steps  5 

through  9) 

5. 

For  the  TADDS  to  operate,  the 
needle  on  the  meter  should  always 
be  in  this  part  of  the  scale, 
between  .5  and  .7  on  the  dial. 


6. 

When  the  laeter  indicates  .7, 
the  battery  is  fully  charged. 


7. 

If  it  is  nearer  the  .6  than  .7, 
the  battery  ia  low  and  should  be 
checked  often  during  operations. 


Question  1.  List  these  procedures  for  checking  battery  voltage  In 

proper  order:  PWR  switch  OFF;  check  meter;  FWR  switch  ON 
BAT  AMD  RESET/SELF  TEST  switch  to  BAT  AND  RESET. 


a. 

b. 

c. 

d. 


Question 


2.  Which  of  these  arrows  Indicate: 

2  hours  time  remaining. 

battery  should  be  checked 
often. 

battery  fully  charged, 
battery  dead. 


THIS  COMPLETES  THE  TADDS 
BATTERY  VOLTAGE  CHECK.  IF 
YOU  HAD  A  PROBLEM  WITH  ANY 
PART  OF  THE  TEST,  GO  BACK 
AND  REPEAT  THAT  CHECK.  GO 
TO  PAGE  6-6  AND  CHECK  YOUR 
ANSWERS. 
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CHECK  YOUR  ANSWERS  HERE. 

IF  YOU  SELECTED  THE  WRONG 
ANSWER,  GO  BACK  AND  REVIEW 
THAT  CHECK. 


Answers 


Question  I.  a.  FWR  switch  ON 

b.  BAT  and  RESET/SELF  TEST  switch  to  BAT  AND  RESET 

c.  check  meter 

d.  PWR  switch  OFF 


Question  2.  Look  at  the  illustration  below  and  check  your  answers. 


TEST  NO.  2 

PERF08MIHG  THE  TADDS  SELF-TEST  CHECK 


This  cheek  •••urea  you  that  all  the 
colored  dlak  Indicators  on  the  TADDS 
display  are  wprklng,  and  to  check 
that  the  AUDIO  ALAHM  works. 


First,  set  the  PNR  switch  to  OH. 


.X'x 


Then  turn  the  FM  receiver  VOL 
control  fully  clockwise. 


@  i  § 


FREOUENCV  MN 


Set  the  AUDIO  ALARM  switch  to 
READY. 


5. 

Now  turn  the  AUDIO  ALARM  VOL 
control  fully  clockwise. 


6. 

Push  this  switch  to  the  SELF  TEST 
position  and  release  It.  That  will 
activate  the  self-test  cycle. 


Activating  the  SELF-TEST  will  cause 
all  the  disk  indicators  on  the  dis¬ 
plays  to  turn  so  that  they  show 
orange  and  green  sides.  At  the 
end  of  each  cycle,  the  AUDIO  ALARM 
will  sound.  All  49  matrix  squares 
must  show  both  orange  and  green. 


Here  is  the  sequence  you  will  see  on 
the  TADDS.  First,  both  halves  of  the 
matrix  will  start  out  black.  The 
DATA  INPUT  Indicator  will  show  green 
momentarily,  then  black.  The  AUDIO 
ALARM  will  sound  two  beeps. 

The  left  3  rows  of  the  matrix  will 
show  orange  and  green,  and  the  middle 
row  will  show  only  orange  from  top 
to  bottom  in  sequence,  and  the  DATA 
INPUT  indicator  will  show  green 
momentarily,  then  black. 


The  NEW  DATA  Indleetor  will  ehow 
orange  momentarily,  then  black.  The 
AUDIO  ALARM  will  aound  one  beep  and 
the  right  half  (3%  rows  of  the  matrix 
indicators)  will  ehow  orange  and 
green  from  top  to  bottom  In  sequence. 


The  left  half  (3%  rows)  will  erase 
from  top  to  bottom  In  sequence.  The 
DATA  INPUT  Indicator  will  show  green, 
then  black,  and  the  NEW  DATA  Indica¬ 
tor  will  show  orange,  then  black. 


SSI 

sr 

SSSSSI 
rararass’  _ 

sssssss 

sssssss 

sssssss 


The  AUDIO  ALARM  will  sound  two  beeps 
and  the  right  half  (3>s  rows)  of  the 
matrix  Indicator  will  erase  from  top 
to  bottom  in  sequence.  At  this 
point,  set  the  PWR  switch  to  OFF. 
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CHAPARRAL  PERFORMANCE  TESTING  RECORD 


NAME_ 

MOS 


SSN 


TEST  DATE 


TEST  1 
TEST  2 
TEST  3 
TEST  4 
TEST  5 
TEST  6 


UNIT 


AIT  GRADUATION  DATE 


TEST  SCORE  SUMMARY 
TOTAL  NUMBER  OF  CHECKS 

PASS  FAIL  Z  PASS 


RESULT 

GO  NO  GO 


SCORER'S  NOTES: 

1.  Reasons  for  failures: 


2.  Special  Considerations  for  Refresher  Training 


CHAPARRAL  PERFORMANCE  TESTS 


General  Instructions  for  Administering  and  Scoring 


1.  Have  the  examinee  fill  in  the  items  at  the  top  of  the  Testing  Record 

sheet  attached  to  his  test  booklet.  Be  sure  all  items  are  legible.  Be 
sure  MOS  includes  skill  level.  , 

2.  Verify  examinee's  identity  by  his  ID  card. 

3.  The  examinee  is  not  to  be  informed  of  his  progress  during  performance 
of  the  test.  You  will  score  each  performance  measure  (step)  either 
PASS  or  FAIL  as  it  is  performed  and  check  the  appropriate  space  on  the 
s coresheet. 

4.  If  an  equipment  malfunction  affecting  the  test  occurs  either  before  or 
during  testing,  the  malfunction  must  be  corrected  before  the  test  is 
completed.  Note  such  Interruptions  on  the  scoresheet,  but  NEVER  LEAVE 
ANY  PERFORMANCE  MEASURE  INCOMPLETE.  You  risk  invalidating  the  entire 
test  if  an  examinee  is  not  tested  on  exactly  the  same  items  as  every¬ 
one  else. 

5.  You  will  not  coach  the  examinee  or  answer  questions  about  the  steps  he 
must  perform. 

6.  Arrange  the  test  site  so  that  waiting  examinees  cannot  observe  or  hear 
the  ongoing  testing. 

7.  If  the  examinee  does  not  correctly  complete  all  of  the  performance 
measures  for  a  given  test,  he  will  receive  a  NO  GO  for  that  test,  and 
you  (his  Squad  Leader)  will  provide  him  with  refresher  training  on  the 
areas  he  missed. 

8.  Read  to  the  examinee  the  instructions  that  are  printed  in  capital  let¬ 
ters  at  the  top  of  the  scoresheet.  Read  the  exact  words  aloud.  When 
you  have  finished  reading  the  Instructions,  ask  the  examined  if  he 
understands  what  he  is  required  to  do.  If  he  does  not  understand,  read 
the  instructions  again.  If  he  still  does  not  understand,  tell  him  to 
do  the  best  he  can,  and  begin. 

9.  Time  each  test,  and  write  the  time  it  took  the  examinee  to  complete  it 
on  the  last  page  of  the  scoresheet. 

10.  To  achieve  total  standardization  of  testing,  YOU  MUST  STRICTLY  ADHERE 
TO  THE  INSTRUCTIONS  STATED  ABOVE, 

11.  The  following  pa  -es  pr--  u -Jt  det-'iled  lists  of  things  you  will  need  to 
have  on  hand  and  equ,.pwwa>-  preparation  that  will  be  your  responsibility 
for  each  of  the  six  Cluparral  performance  tests. 
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TEST  NO.  1 


SCORER'S  INSTRUCTIONS 
FRE-ENERGIZING  THE  H-54  LAUNCH  STATION 


Objective 

To  measure  the  examinee's  ability  to  pre-energlze  the  M-54  lailnch  sta¬ 
tion  In  accordance  with  the  steps  In  TM  9-1440-585-10,  Table  2-8. 


Equipment  Requirements 

a.  M-S4  Launch  Station  d.  Scorer's  ballpoint  pen 

b.  TM  9-1440-585-10  e.  Scorer's  watch 

c.  Scorer's  clipboard 

Personnel  Requirements 

a.  One  scorer  with  16P  1R)S  b.  One  examinee  with  16P  MOS 

Pretest  Preparation 

a.  Environment:  outdoors  (or  Indoors  with  proper  ventilation)  on  a 
level  surface.  In  daylight,  no  precipitation,  and  3o'*-90°F. 


b.  Test  Layout 

(1)  Insure  that  all  equipment  Is  operational,  and  all  component 
parts  are  present. 

(2)  Set  the  following  switches  to  OFF:  MASTER  POWER,  COMM,  PRIME 
POWER,  ERECT-RETRACT  BREAKER,  MISSILE  HEATER  BREAKERS  LEFT 
STORED,  MISSLE  HEATER  BREAKERS  RIGHT  STORED,  MISSLE  HEATER 
BREAKERS  LAUNCH  RAILS,  MOUNT  CONDITIONING,  MOUNT  CONDITIONING 
BREAKER,  BREAKERS -MOUNT  DRIVE,  and  BREAKERS-PWR  SUPPLY. 

(3)  Set  the  MODE  switch  to  TEST. 

(4)  Set  the  ALTITUDE  switch  to  LOW. 

(5)  Record  the  altitude  and  temperature  readings  (for  the  local 
area)  to  be  used  in  testing. 
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When  Che  temperature  Is  40 
Fahrenheit  or  below. 
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Terr  m.  2 

SCORER'S  IVmUCTIONS 
ENERGIZING  THE  1S>54  LAUNCH  STATION 


Objective 

To  meesure  the  examinee's  ability  to  energize  the  M— 54  launch  station 
In  accordance  with  the  steps  In  TM  S-^lAbO-SSS-lO,  Table  2-9. 

Equipment  Requirements 

a.  M-54  Launch  Station 

b.  TM  9-1440-585-10  (with  chMge  2) 

c.  Scorer's  clipboard 

d.  Scorer's  ballpoint  pen 

e.  Scorer's  watch 

Personnel  Raqulrements 

a.  One  scorer  with  16F  MOS 

b.  One  examinee  with  16F  HOC 


Pretest  Preparation 

a.  Environment:  outdoors  (or  iadeors  with  proper  ventilation)  on  a 

level  surface.  In  daylight,  no  precipitation,  and  30°-90°F. 

b.  Test  Layout 

(1)  Insure  that  all  cqulpesmt  Is  operational,  and  all  component 
parts  are  present. 

(2)  Using  Table  2-8  of  TM  9-1440-585-10,  Insure  that  all  control 
settings  are  properly  set  to  the  pre-energlzed  position. 

(3)  Open  the  rear  compartment  door. 

(4)  Disable  the  stiucture  vent  fan  by  disconnecting  electrical 
power  to  the  fnn. 


7-7 


z  u 

z 

H  M 

H  O 


w  z 

o  p 

U  h 

(o  ad 
o  H 


o  z  o 


O  H  I 
H  O 

;  I  u  M  I 
I  CM  M  M  I 


S^-g 

CA  M  U 


Crt  *Q 
9  O 
M  O  _ 
CO  >«  Z  I 


i“§S25 


P  H  Z 

faM  O 

S'^g 

8 

5^5*^ 


H 

<  d»  • 
H 

cnwg 

X  U  H 
U  O  Z 
I  Z  O 

3  «  ^ 

•J  cn  od 

I  o 

*.«  CM 

m  X 
r  «  o 

*  ?S 

w  az 

Ig  o'" 

NOS 


cn  Z  ^ 

5^  ^  s  g  2 

S  £  S  u 

slll^ 

p4  <  «  b 

O  H  S  9  S 

2  >  H  «t 

S  S  £  &  o 

8!SS 

g°8=.-2 

u}  g 

S  H  S  * 

«a  ui  ^  g 

•  §  M  1 

fH  r  Z 

H  4J 

Z  '>)  u-t  u 

Q  CO  ^  ^  a 


(0  H  o  P  Z  u 

W  aZQZcOH  « 

jg  o'^g^gel 

H  w  H  W  P  H  .. 


K  (A  X 

Sou 

os! 

CO  I  a 

M  a 

§g§ 

M  >- 

J2  3  . 

M  a  *4 

f/J  O  Q 


^  s  H 

g|iH  U 

pM  z  S  Ul 

®8a‘^  8 

'igggi 

ssisi 

H  2  S  .J  W 

o23^^  2 

Z  Ht  O  41  : 


SI  ft  « 
*o  Ld  m 


9  V 

2*2  8  ti 

41  9 

44  4i  9  « 


9  O  «  M 

9  H  O  >4 

41  •  41  «M  Od 

CO  ^4)  9 

«  •H  M  P  < 

41  S  gtf  B 

u  «  M  K 

9  ft4  V  « 

«  9  0S 

A  4J  4)  44 

S  9  S 

X  b  4J  s  0) 

4f  O  44 
<U  6  *  44  V 

S  V  9 

S  44  41  S  0 

O  ||g« 


«  »  il  • 

£  «d  9 

s  a 

S  44 

o  •  o 

•M  «  0  44  I 
44  44  44  qt 

Vi  g  9  «  p 
9  9  g  M  I 
44  4i  B  9 

44  ^ 

9  9  O  *44 
44  9  44 
*44  0  9 


g  4-  u 

9  0  & 

O  S  9  9 

44  44  «44  l4 


:*sl 

'?“3 

■9  p4  S 


0  *9  9 

:^rs 

'  9  3  M  9 
M  8  9  H 
9  44  -H 
4i  9  9  9 
9  S  9  *M 

9  9 

44  9  44  44 

Jill  I 

44  M 

•»|iJ! 

M  hi  44  44 


9  9  B 

44  «M  44  g 


8  9  B  s 

0  M  P  44 
9  44 

9  44  TS 

8g  9  9 

9  -H  44 

h  s  g 

M  44  44  9 
9  9  g 

44  44  9 


ps««  44  S 

f4  o  g 

9  9  9 

44  9  44  9 
44  h  9  0 

s  .!*  js  a 


»I3I 


iH  «  •§ 


«  S  W 
^  0 
9  9  'H 
S  N 
44  44  f-> 

g  w 

9  «-t  u 
0^9 
0  9  C 

O  44  9 

g 

9  *0  9 

^  c  s 

9  44 


V4  9  44 
9  *M  •H 
rH  h 

•H  9 
9  S  9 
44  9 

_  C 

0  O  «H 

9  44  44 

u  § 

44  9  g 

S  §  O 

>  0.  -4 


Z  Ht  ''69s 

g  3  i  -g  89 

3  3  S  3  ■’  3 

Ui  r> 

n  tJ  :o  5  14  p 

!gpi  si 


i 


i 


d 


M 

2 


01 

u 

s 

I 


41 


■& 


4i 

3  . 
S  S 

•H 
«  4J 
«  •H 
fi  « 


41  •H 

11 
JS  « 


S3 
3  3 

41  4» 

33 

«  4 
9  4i 

•8  « 
O 

«  4i 
« 

c  • 

• 


H  Iss 

8  8  8  83 


l8  I 


tt 

s  & 


11 

aim 


7-10 


TEST  HO.  3 


SCORER'S  IMSTRUCTIONS 
DEENERGIZING  THE  M-S4  LAUNCH  STATION 


Objective 

To  measure  the  examinee's  ability  to  deenergize  the  M-54  launch  sta¬ 
tion  In  accordance  with  the  steps  In  TM  9-1440-585-10,  Table  2-12. 

Equipment  Requirements 

a.  H-54  Launch  Station 

b.  TM  9-1440-585-10 

c .  Scorer ' s  clipboard 

d.  Scorer's  ballpoint  pen 

e.  Scorer's  watch 

Personnel  Requirements 

a.  One  scorer  with  16P  MOS 

b.  One  examinee  with  16F  MOS 


Pretest  Preparation 

a.  Environment:  outdoors  (or  Indoors  with  proper  ventilation)  on  a 
level  surface.  In  daylight,  no  precipitation,  and  30^-90°F. 

b.  Test  layout 

(1)  Insure  that  all  equipment  Is  operational,  and  all  component 
parts  are  present. 

(2)  Using  Table  2-9  of  IM  9-1440-585-10,  Insure  that  the  launch 
station  Is  properly  energised. 

(3)  Insure  that  the  trigger  lock  switch  is  set  to  OFF  and  the  key 
Is  removed . 
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Sets  COMM  switch  to  OFF 


TEST  NO.  4 


SCORER'S  INSTRUCTIONS 

BEFORE  OPERATIONS  PM  CHECKS  ON  THE  M730  CARRIER 


Objective 


To  measure  the  examinee's  ability  to  perform  the  BEFORE  OPERATIONS 
checks  on  the  M730  Carrier  in  accordance  with  the  steps  in  TM  9-1450-585- 
10,  Table  3-1. 


Equipment  Requirements 


a.  M730  Carrier 

b.  TM  9-1450-585-10 

c.  Scorer's  clipboard 


d.  Scorer's  ballpoint  pen 

e.  Scorer's  watch 


Personnel  Requirements 


a.  One  scorer  with  16P  MOS 
B.  One  examinee  with  16P  MOS 


Pretest  Preparation 


a.  Environment:  outdoors  or  Indoors  on  a  level  surface,  in  daylight, 
no  precipitation,  and  30°-90°F. 


b.  Test  layout 

(1)  Insure  that  all  equipment  is  operational,  and  all  component 
parts  are  present. 

(2)  The  M730  carrier  should  be  parked  on  a  level  surface  with  the 
brakes  engaged. 

(3)  Set  the  AIR  BOX  HEATER  switch,  WIPER  switch,  FUEL  PUMP  switch, 
driving  light  selector,  BILGE  PUMPS  switch,  master  switch  and 
dome  light  .witch  to  OFF. 

(4)  Remove  both  wires  from  the  left  infrared  light. 
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AHSWER;  Oil  should  be  visible  halfmy 

up  Che  sight  lodlcator.  _  _  Review  Table  3-1 


TEST  HO.  5 


SCORER'S  INSTRUCTIONS 

OPERATIONAL  CHECKS  ON  THE  TA-312/PT  TELEPHONE  SET 

Objective 

To  aeasure  the  examinee 's  ability  to  correctly  Install  and  operate  the 
TA-312/PT  telephone  set  In  accordance  with  steps  la  TM  ll'>S805-2pirl2 ,  Para¬ 
graphs  2-3A,  C,  D,  and  F,  and  3-2C  (LR  operation). 

Equipment  Requirements 

a.  Two  TA-312  Telephone  Sets 
(In  cases) 

b.  TM  11-5805-201-12 

c.  One  list  tip  screwdriver 

d.  One  pliers  TL^llA 

e.  Six  batteries  BA-30 

Personnel  Requirements 

a.  One  scorer  with  16P  NOS  b.  One  examinee  with  16P  HOS 


£.  One  reel  of  field  wire 
WD-l/TT 

g.  Scorer's  ballpoint  pen 

h.  Scorer's  clipboard 
1.  Scorer's  watch 


Pretest  Preparation 

a.  Environment:  Outdoors  or  Indoors  (with  at  least  50  feet  of  separa¬ 
tion)  on  a  level  surface.  In  daylight,  no  precipitation,  30°-90°F. 


b.  Test  Layout 

(1)  Scorer's  Telephone:  One  operatlonel  field  telephone  TA-312/PT 
(with  batteries)  properly  installed  with  at  least  50  feet  of 
field  wire  ND-l/TT  attached  and  strung  out  to  the  test  tele¬ 
phone.  The  wire  ends  at  the  test  telephone  should  not  be 
stripped. 

(2)  Test  Telephone:  One  operational  field  telephone  TA-312/PT 
without  case  or  batteries  at  least  50  feet  from  the  Installed 
TA-312/PT. 
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(3)  Pliers  TL-13A,  Batteries  BA-30,  Screwdriver,  and  TM  11-5805- 
201-12  present  at  the  TEST  TELEPHONE. 

(4)  On  the  SCORER'S  TELEPHONE,  set  controls  as  follows: 

LOW-LOUD  control  set  to  LOW 
Selector  switch  set  to  LB 
EXT-INT  switch  set  to  INT 

(5)  On  the  TEST  TELEPHONE,  set  the  controls  as  follows: 

LOW-LOUD  control  set  to  LOW 
Selector  switch  set  to  CB 
EXT-INT  switch  set  to  EXT 

(6)  Pollce-up  Insulation  clippings  before  each  test. 
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SCORESHEET  FOR  THE  OPERATIONAL  OffiCKS  ON  THE  TA-312/PT  TELEPHONE  SET 
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TEST  MO.  6 


I  SCOREK'S  IMSTBUCTIONS 

EHPLACEHEMT  AND  OPERATOR  CHEC^  AND  ADJUSTHEMTE 
ON  THE  TARGET  ALERT  DATA  DISPUT  SET  AM/G8Q-137  (E0«S) 


To  mamaure  the  examinee's  ability  to  perforpi  emplacamant  an4  operator 
phecka  and  adjustments  on  the  TADDS,  AN/CSQ^IS?,  cont^lnad  in  TM  9*'1430-!589- 
11,  Paragraphs  3-4  thru  3-6  (Eavlacement) ,  5-3  and  5-4  (Self-rTeat) ^  and  3-15 
(March  order). 

Equipment  Requirements 

a.  Target  Alert  Data  Display  Set  AN/GSQ-137  (XO-1) 

b.  TM  9-1430-589-12 

c.  Scorer's  clipboard 

d.  Scorer's  ballpoint  pen 
a.  Scorer's  watch 

Personnel  Raqulrementa 

a.  One  scorer  with  16P  MDS 

b.  One  examinee  with  16P  NOS 

a.  Environment:  Outdoors  or  Indoors  on  level  snrface,  In  daylight, 
no  precipitation,  30®-90®P. 

b«  Test  Layout 

(1)  Insure  that  the  TADDS  la  operational  and  all  poavonent  parts 
are  present. 

(2)  Sat  the  TADDS  controls  as  followa: 

FREQUENCT  MHz  switches  to  30.00  MHz. 

VOL  control  fully  counterclockwise. 

ADDRESS  CODE  selector  to  4. 

PNR  switch  to  OFF. 

AUDIO  ALARM  switch  to  OFF. 

AUDIO  ALARM  VOL  control  fully  cpuntareloekwlaa. 
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Checks  that  SIG  AND  BAT.  aeter  Iwllcsces 
between  0.5  and  0.7 
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